AMENDMENT NO. 1 FEBRUARY 2023 
TO 
IS 3502 : 2009 STEEL CHEQUERED PLATES 


( Third Revision ) 


(Page 3, Clause 11) — Substitute ‘7.85g/cm? for ‘7.85g/cm? .. 
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